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CONFIDENTIAL 

PAGE 01 NICOSI 02546 191510Z 

53 

ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO OC-05 CCO-OO OCL-OO /023 W 

116723 

R 191430Z AUG 75 
FM AMEMBASSY NICOSIA 
TO SECSTATE WASHDC 2188 
INFO AMEMBASSY ATHENS 
AMCONSUL FRANKFURT 

CONFIDENTIAL NICOSIA 2546 

DEPT FOR A/SY/FO/NSU 

ATHENS FOR TSO/ATO 

FRANKFURT FOR RSS/RTC 

E. O. 11652: GDS 
TAGS: ASEC 

SUBJECT: SYKLINK INSTALLATION: SEABEE SURVEILLANCE 
REF: STATE A-4060; STATE 189560; NICOSIA 2534 

1. RSO REQUESTS SEABEE SURVEILLANCE COVERAGE DURING 
CONSTRUCTION PHASE IN PREPARATION FOR SKYLINK INSTALLATION - 
AUGUST 25 - SEPTEMBER 10, 1975. NOTE: LOCAL CONSTRUCTION 
CREWS WILL BE WORKING AT TWO DIFFERENT WORK SITES 
SIMULTANEOUSLY. 

2. PLEASE ADVISE SOONEST. 

CRAWFORD 


CONFIDENTIAL 
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